“< YORK CORRUGATING COMPANY }-«- 


Diener Fire Pots 


Square Tank For Gasoline 


Capacity of Tank, 1 gallon. Especially constructed 
for roofing and gutter 
work as the rectangular 
tank can be set in gutter 
or on roof without 


danger of upsetting. 


Height, 12 inches. 
Weight, 161% Ibs. 
Weight, boxed, 23 lbs. 


Specifications 
= CONSTRUCTION—Tank is drawn seamless, of 20 gauge steel, tinned inside 
and outside. Has a powerful brass air pump, cast metal hood with opening for 
melting pot. Is noiseless, odorless and smokeless in operation, convenient and 
economical, using 25 to 40 percent less fuel than any other furnace offered for 
like use now on the market. Has greatest range in heating, namely, 3 to 12 
pound coppers, indoors or on a roof, in cold and windy weather. 


For Gasoline 


Round Tank 

Its popular reputa- 
tion as the best Tinners’ 
Furnace of this type 
made is a just tribute to 
INo., 15. 


Capacity of Tank, 1 gallon. 
Height, 12 inches. 

Weight, 161% lbs. 

Weight, boxed, 23 lbs. 
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Specifications 

CONSTRUCTION—Tank is drawn seamless, of 20 gauge steel, tinned inside 
and outside. Has a powerful brass air pump, cast metal hood with opening for 
melting pot. Is noiseless, odorless and smokeless in operation, convenient and 
economical, using 25 to 40 per cent less fuel than any other furnace offered for 
like use now on the market. Has greatest range in heating, namely, 2 to 12 
pound coppers, indoors or on a roof, in cold and windy weather. 
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